132,133   VICTORIAN" GOTHIC VILLAS, GREAT MALVERN, Worcestershire.

134   THE CRYSTAL PALACE, SYDENFUM, London,    (Erected in Hyde Park, 185*, and removed
to Sydephajn; destroyed by fire, 1936.)   Df signer:   Sir Joseph